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DPD-0039-61 


MEMORANDUM FOR : Chief, Medical Steff, on/s 
SUBSE : aa Medion] Requirements 


i. It is requested that action be initiated by your Staff 


to provide the following medicel supplies and equipment for JE 


Ae Avgnaented Hattalion Aid Station iL each 
& Uorpenan Medical Kit 5 each 


@. Items should be wade available for sea shipment to | 


by 1 february 1961. 


3. Requisition 913-99-H-55-61 should be assigned thie request. 


funds in the amount of $2000.00 are available. The Coat Center 


syubol which applies is 1528-5000-8021. It is requested that the 


requisition be forwarded to thia Divieton for appropriate budget 
certification. 


tweft, Materiel Branch 
DFD-po/P 
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